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Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 05118 251421Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO /016W 

251422Z 108691 /47 

R 251359Z APR 77 
FM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC 7717 

CONFIDENTIAL NAIROBI 5118 

DEPT. FOR A/SY/OPS/T FROM OIC/RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: AUTOSCAN FAILURE 

1 . AUTOSCAN TAPE PRINTOUT OF FREQUENCIES ABOVE 300 MHZ READS ZERO. 

2. WHEN RS-1 1 1 IS IN BAND 3 OR 4, COUNTER IN REM OR BAND 3-4 
POSITION READS ZERO. 

3. ATTEMPTED TO READ FREQUENCY OF L.O. FOR BAND 3 AND 4 WITH 
HP5303B. READINGS WERE ZERO. 

4. FRONT PANEL OF RS-1 1 1 OPERATES NORMALLY. SIGNALS PREVIOUSLY 
IDENTIFIED AT 837 MHZ CAN BE TUNED AND RECEIVED WITH BAND 4. 

SIGNALS CAN BE RECEIVED ON BAND 3. 

5. READOUT (COUNTER AND PRINTER) OF BAND 1 AND 2 ARE OPERATING 
CORRECTLY. 

6. WE DO NOT HAVE BOOK ON THE SYSTRON DONNER COUNTER. 

7. ALTHOUGH WE MEASURED BAND 3 L.O. AT 265 MHZ. THE HP5303B 
MAY NOT HAVE BEEN SENSITIVE ENOUGH (50 MV). 

8. ATTEMPTED TO HAVE BAND 2 SET AT 260 MHZ AND READ BAND 2'S 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 NAIROB 05118 251421Z 

L.O. ON SYSTRON DONNER COUNTER IN BAND 3-4 POSITION. NEGATIVE 
RESULTS. 

9. PROBLEM MAY BE RS-1 1 l’S 235-1000 MHZ L.O. COUPLING NETWORK OR 
SYSTRON DONNER BAND 3-4 INPUT CIRCUITRY. 

10. PLEASE ADVISE. 
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